From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Monday, April 27, 2009 9:06 AM 

Salemi, Charles (DPH); Hanchett, James (DPH) 

FW: Equipment Maint. 


? repairs or preventative maint? 


From: McGuire, Thomas M (DPH) 

Sent: Thursday, April 23, 2009 3:51 PM 
To: Nassif, Julianne (DPH) 

Subject: Equipment Maint. 

Julie, 

We may have some money available on 4516-1000 in LL funds. Are there any repairs that are needed on equipment in 
the drug lab? 

Thanks 
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